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3.e0 (a) 

PRIMARY ENCLOSURES, 

In se^^eral Primate primary enclosures, there were small areas wilrt peeling paini or rus^ metal, eifposing surfaces 
lhal are no longer in good repair and pan no Ipngar tie affectively glaanad and scnilizad. 

■* In lf»e Orangutan t>eclrcoms, there is leaking water creating rust in the ceiling and standing water that hag resulted in 
dosing drte ol the bedrooms, which has been discussed during s previous inspsolidn. 

Cwract Of submit a plan for conrecllon by July 30, 

‘ In the SBF Francois Langurs ouldoor enclosure (with netting, not glass), Ihe upper beams have peeling paint and 
ars rusly. There ere also 3 smell orecks at Ihe top er>d ol gla&s panels lhal have lha pcienlial Le a^^lend or displace 
aixJ create a sharp edge. 

Oorr«;1 by May 30, 2016 

' In Ihe Siamang badrocms, lhare la rust and damanged surfaces surrounding lha hatch in the calling, where water 
has leaked through irom above, 

Qorreol by Mgy 30, 2016 

' In lha Children's Zoo where lha squirrel nwikays are housed, there is rusJ and peeling paml on the malal leading 
sTatipns, the panel above the sliding door has peelirrg paint exposing raw wood and the sliding door has an uneven 
surlacas due 1C wear and is dillicult lc clean eMectively. 

Correct by April 30 , 30 1 5 

' In PRP, lion tailed macatjue endosures, there were muHiple areas where Ihe paint is peeling on ihe floor. 

Corred by April 3D, 3016 

* In Ihe Orang cedroomarback transfer hallway, Ihe animaJs are peeling the stonewall olf the wall, exposing concrete 
In some areas the Stonewall has been rerwoved and Ihe cpncrele sealed, but il is on ongoing problem. 

Correct by April 3D, 3016 

* In Ihe bonobo bedrooms, there is peeling paint on several walls, 

Corraol by April 3D, 3016 

' In Ihe SEA sliver leal langur holding, Ihore are rusty drain covers in Ihe bodroome. 

Correct by March 30, 2016 

' In guenon artd hippo alley, ihono aro two areao of linking and damaged gunniie cn lha wall of lha outdoor ancloeure. 
Correct by March 315, 
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A system pF mpinlenence must be in placie and elFaclive in prder |p meintem ttip enclpaunes in gnqd repair, especially 
areas of rusJ oy peelmg paint. 

3-125 (a) 

FACILITIES. OEhlER A L 

In several areas the enclosures are no longer in good repair (rust, paint peeling, dama^edl and may alfed structural 
slrenglFi if iFiese areas are nrjt repaired. 

* In lhe Okapi bam, there are multiple areas of rusi visible from iFie wtsicte as well as from ihe inside transfer Fiallway 
tram weter dreinade when tFie bam is hnsed du1. The rust hes ceused deterioralian end mrrosion el the junctidn 
area and Is no longier In good repair. 

Correct by June 30. 2016 

' The diriside holding pens have erosion behind them that has Ihe potential lo threalen the slrudural inlegrity of ihe 
adjajcent pen (3-5 ft away) 

Correct by June 30, 2016 

' In SGbC Ihare are mulliple rusly poles and patchwork areas of fencing lhat are no longer m good repair. The 
feeding access areas are rusty and several pens have been damaged by previous occupants. There have been 
multipig layers of lemporgry repairs to broken and bent fencing, including etteching additional panels. 

Correct by April ;^D, 2016 

* In |he Childnen's 200 paddock lower bam thene is chipping paint on the floor and a door that does not completely 
dose where goals and sheep are housed in inofertMrnt weather. Ort ihe outsirtia [it Ihe paddr^ek area, the Ferioa is 
damaged at the base.'JunctKDn with the concrete and Ihe lower support beam is also damaged/nol secured. 

Correct by April 30 201 &. 

' Ir^ Ihe hospital enclosures utilized lor mammals aa well as birds (ad^acenl le the enrichmeni shed) there is peeling 
paint on the baseboards and floor. 

Correct by April 30, 2010 

' Kudu.''gai.elle ejdtibit with minor cracks in Ihs gui^nite along the public viewing side. 

Correct by April 30, 2016 

' In Ihe Dhildren'a zoo porcupine enolosure, there is cracking concfole along the botlom side o1 the exhibit. 

Correct by April M, 2t)l6 


A systofn of mamltnance must bo In place lo ensure that the epclosures ac# maintained in good repair. In many 
areas, the damage has been reported and a work order bas not yet been completed. During the course of inspection , 
several miner repairs wsre complaled. 

Inspection -conducted wi|h Jeenne Lorang, AC I on Jgn 26-2&, eifit interview ognducted with facility personnel. 
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